CONCEPTUAL  PLAN  DIAGRAMS  OF  THE  SPACE  OF  THE  INSTALLATION 


Wall 


1.  Two  incompatible  systems  of 
reading  space  are  superimposed 
onto  one  another,  within  the  same 
space,  exposing  them  to  each  other. 


wall  wall 


glass 

2.  Reading  of  the  space  created  by  interface 
between  viewer  and  head-down  display 


Glass  plane  "disappears",  or,  is  thrown 
into  the  same  focal  plane  as  the  wall 

3.  Reading  of  the  space  created  by  interface 
between  viewer  and  head-up  display 


[Note:  these  diagrams  describe  only  the  space  between  the  glass  and  the  wall] 


Legend 


Lines  describing  space  created  by  interface 
between  viewer  and  head-up  display 

Lines  describing  space  created  by  interface 
between  viewer  and  head-down  display 


Planes  by/ through  which  the  'space'  is  perceived 


